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FACILITY NAME 

Temecula Pizza Factory 

DATE 

10/23/2019 

TIME IN 

2:20 PM 

TIMEOUT 

3:20 PM 

LOCATION 







RE-INSPECTION DATE 

31725 Temecula Pkwy Ste.D, Temecula, CA 92592 





Next Routine 


PERMIT HOLDER 





E-MAIL 



PF Industries LLC 





Not Specified 



PERMIT# 

EXPIRATION DATE: 

SERVICE 

FACILITY PHONE 

PE 

DISTRICT 

INSPECTOR NAME 



PR0064757 

06/30/2020 

Facility closure 

(951)303-8500 

2621 

0041 

Philip Sinclair 




Inspector Observations: 


Attempted routine inspection conducted by J. Marcotte and P. Sinclair. Facility observed to have no hot water available at any 
sinks inside facility. This is a MAJOR violation. Manager, Breanna Hawkins, aware of the problem and stated that a plumber 
had been contacted, but not fixed the problem as of yet. Facility is hereby ordered closed and cannot be re-opened until a 
member of this Department confirms that hot water has been restored to entire facility. All food that has been prepped during 
the time frame in which no hot water has been available shall be discarded. Facility closed sign posted on front door. Removal 
of the sign will result in citation and/or hearing. Contact Philip Sinclair at (951) 461-0284 for any questions. 
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